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Frederick P. Hitz 
Legislative Counsel 
Central Intelligence Agency 

Dear Mr. Hitz: 

In accordance with the Amendment to the Addendum to the Memorandum 
of Understanding between myself and the Director of Central Intelligence, 

I am hereby requesting that staff member Howard T. Anderson be permitted 
to participate in an interview with a former Agency official, tentatively 
set for August 4th; and further, that staff member Steven M. Blush be per- 
mitted to participate in interviews of two former Agency officials set for 
August 9th in Boston. 

Thank you for your cooperation in this regard. 



Chairman 

Subcommittee on International 
Organizations 
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